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3.125 (a) REPEAT 

FACILITIES, GENERAL 

3/12S (a) Stnxlural strengrth The facililj' must be oonstruded of sjch material and ol sucb strengitiri as apprcorlale for 
1h? animpH involved. The indoor and autdoor housing Ipcililies $hpll be structurally sourKt entj stipll be mpinlpined in 
good repair to profit Iho animals Irom Injury and lo conlaln Ihti animals. 

In the enclosure h[:>using 2 alpaca inside the sbelber covering the window cri the rionii ekla is wire meah (chicken 
wire) with sharp edges bent upwards towards the animals that could cause (njunes 

In Itie enclosure housing Lazarus, Diablo and Twinkle Ihe elevated resting ptatlonm has shredded, splinlering wood 
with a nail head prolruding upward that could injure tine animals. 

In Ihe enclosure housing Cepricrto and lr¥lia the pl/wood snoller has shredded, splintering wood with a hole on the 
front is not in good repair 

In the enclosure housing Elliah and Jeaebol Ihe eiovated resJing platform bas shreddod, spllntenmg wood vwth 2 narl 
heads on the rrght side protruding upward that could injure Ihe animals. 

In the endosurs housir>g Oaisy and Seth the elevated resting platform (spool) has shredded, splintering wood with a 
nail head promuding up'ward that oould injure Ihe animals. 

In ffie enclosure housing Boo the botlom platform that leads to the elevated shelter on the lefi side has £ nail heads 
protruding upward that ccuW potentially injure the animal- 

In Ihe enclosure housir>g Zena and Zoey Ihe elevated resting platform (spool} has shredded, splinlering wood with 
broken boards and not in good repair. 

In Ihe endosure housirtg Pandora the elevaled resting plalform (spool) has shredded, splintering with rough edges 
and not lin good repair. 

In the enclosure housing Sumadi and Eragwn ihe elevated reding platform has. shredded splinlering wood with a nail 
head protruding upward on the lalt skfo Lhal could injura tho animal. 
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In Itip andg^ure hpuaing Sinbad |ha upper alpvated ranting platfprm aarpaa trom iha atwHar has shredded, splintering! 
wood With rough odgas and ^ nail haacl& protruding upward tihat could Injura tha animal. 

In IliB endasure housing Pheefae. Rocky and Reyrta the elevated resting plaildc m (spool) haa splintering wood with 
nail head pT'Olroding upward Ihat could injure the ammals. 

In Ihe enclosure housing Gahrialla and Tabitha Ihe Iroril elavatad resting platlorm (sgettl) has shredded, splinlering 
wood with large metal staples protruding upward that could injure Ihe aninwls. 

In Ihe enclosure housing Gilty, Jake and Chepe the two front elevated resting plai^^hts (spools) tias shredded, 
splintering wood with brolwn boards and nail heads protnxJing upward which eouW injure Ihe animals, 

In the endosure housing Amber and Eden tho right lower level o1 the elevatod reeling platlorm has ^ nail heads 
protruding upward which couW injure the animals. 

In tne enclosure housirg Sultan the metal roof oF the shelter has broken away and is bent upward with sharp jagged 
edges. The animal can jump onto the root and the sharp edge ■muld poteniially injure Ihe animals. Prior to this new 
tiger being placed inside the enttlosure the roof which has been oitad on previous inspactiona could have baen 
repaired or replaced, 

In Ihe enclosure housing Charlie and Chamsaw the first alevaled resting platform (spool) has shredded, splintering 
wood with 2 rrail heads protruding upward from me lop and i nail prolrudintg downward Irom the bottom that ooukJ 
cause injuries to the animpH. 

In the enclosure housing Tiger the roof on the shelter where the two sides of the rool meel is missing the cenier piece 
laevirtg a gap in Ihe middle across the lop whpar^ an animal could potentially get injured and is not in good repair. 

In the enclosure housing Charade and Priya the elevaled resting platfdnn has nail heads pfoirutS ng upward that 
could injure iha- animals. Tha roof on the shelter where Ihe two sides of fhe mol rtteeL is missirtg the cantor piece 
leaving a gap in Ihe middle across the lop where an animal could potentially get injured and is not in good repair. 

In the enclosure housing Trini fha rool of lha sheller where the iwc sides of the roci meel is missing fha cenier piece 
leaving a gap in Ihe middle across the lop where an animal could potentiaJly get injured and is not in good repair 

In me enclosure housing Zara er>d Nike the roof of me shelter where the two sides of fhe roof meel Is massing the 
center piece leaving a gap in the middle across the lop where an animel could potentially get injured and is not in 
good fBpair. 
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Ir ttiE' gncl05ure hugging Eva and Juanita tha alevalad ranting piatForm cn the nofth girts Fias nail heads prutrudirq 
upward that could Injure ms anitnats. 

Induur and uuirtaur Facilitiag. gtiall he ginucturall/ sound artd mairrtainad in good repair to prolad and oondain the 
animals. 

This is a tapaat violalion From inspooLions oanductad on Soptomber 1 2, ?0 1 1 , May 1 B. 2Q 1 1 , January 1 S, 20 1 1 , 
Movember 1 5, 20 1 0, June 2. 201 0, April 6, 20 1 0, F^arch 9, 201 January 1 9. 201 0, October 1 , 2003, May 1 fl, 2009, 
January 20, 2009, September 25, 20(JS, May 27, 2009, January 2, 200&, September 17, 2007, June 26, 2007, April 6, 
20D7. July B. 2000 and July 15, 2005 wlih an origlriai correction date of July 16, 2006 and July 29, 2D0B. 

3.127 (d) REPEAT 

FACILITIES. OUTDOOR, 

3 127 (d) Perimeter lence. On or afler May 17, 2000, all eutdoor housirig lacililies (i e., facilities noi entirely indoorsii 
mugl tje erplpgad by a perimeter lence thel ig pt gufticient height 1o Mep animeig and unauthorised pereerg out. 
Fences less than B leet high lor potentially dangerous animals, such as, but not limited to, largo lellnas (e.g., Hons, 
tigers, leopards, cougars, etc.), bears, wolves, rhinoceros, and elephant, or less than 6 feet high for other animals 
musi be approved in wnbng by the Adminigtraber. The Fence mual be ocngtruoled eo lhal it preteda the animals in 1he 
facility by reslrctmg animals and unaulhorizad persons Irom joing Ih rough It or under it and having contact wib the 
animals in the Facility, and so that rt can luncHon as a secondary containment system ipr the animals in the Facility, It 
musi be b1 sullidenL distance Irom the eutskle cl the primary enclosure to prsvenl physical contaci between at^imals 
inside the enclosure and animals o# persons outside the perimeler fence Such lences less than 3 feel in distance 
from the primary enclosure must be approved in wriling by the Adminigtralor. 

The perimeter fence on the north west side oF the property near the padiing area is not the suflicient height of 3 feet 
tor potentially dangerous animals. During the ingpaction condudatf on November 1-5, 2010 licongee gtaled that the 
perlmetar lence was 7 feet high. SInca the ferx^fi does not oflectivaty reslnct predators or animals with contagious 
diseases from entering the ladlity or regulated animals From potentially escaping the health and well-being oF the 
lenity's animalg are at risk. 

Provide a perimeter fence that protects Ihe animaH in the facility by restricting animals From goirig through it or under 
it and so that it tuncilons as a secondary oontainmant system tor the animals in Ihe Facility. 

This ia a repeat violalion From irrspections conducted on September 12, 201 1, May 19, 201 Manuary 13, 2011, 
Movembar 1 5, 20 1 D. March 1 1 , 2G 1 B, Apnl fl. 20 1 0, March 9, 2B1 0, January 1 9, 20 1 D, October 1 , 2009, Way 1 3, 
£009, September 17, £007. with an original correction date of September 3£„ £007. 
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3.130 

WATERING. 

3.130 Watering, ll potable watef is not accessiWe to the animals al all t^mes, il must be provitted as often as 
neoaggary Fqr fttg health and qgmlpit ql ttie animal. Fraquencry gF watering gFigll ggnrs.(der age, gpagtag, Qondftion, 
sizo. and lypo ol the animal. 

The waier reifBptacle For 3 geriaitric mountain Nona (BiKldy, Baby, and Cheyenne) wae complelely amply al the time 
of the mspecllon. Two ol the 3 mountain Hons (Ruddy and Baby) ran to the water recsptads whan me mspacllon 
team approached that area oF ihe enclosure lo rmecK on the availabilil)F ol water lev These oals- The licensee lefl to 
gel water artd the cats ware noied to sil in Ircnl ol Ihe recaptaole. lick al the empty bowl, and pace around Ihe bowl 
while waiting. As soon as the licensee poured water into the towln both cats begin lo avidly drink. The cal, identified 
by the licensee as Buddy, drank continuously for over 2 minutes. The ether cat, identilied l?y Ihe licensee as Bat?y, 
drank conlinucualy for just over 1 rmnula. Tha Ucansae had slated lhai these animals were getting elder ar>d 
probably need to be rechecked by the veterinarian for Kidney functio^^ as mis is common in geriatric Felines, These 
animals appear to be dreinirtg their wetar bowig completaty as no frozen wetar weg observed in or arounKl the bowl, 
as had been observed In olher big cat encloseres. at^ the bowl was completely dry al the time of The Inspection 
(-1 1 ;16 AM ), Qefiatric mouritain lions may require mof,e Frequent watering due to their age and possible physiologic 
CCtVdilion, Sudh as dirtlirliShEd kidney lundidt^. 

These animals should be monitored more dosely to ensure that there is Fresh, potable water available a^ often as 
possibia ta meet their naeds. 

To be corrected immediately. 


3.131 W REPEAT 

SANITATION, 

3 131 Sanitation (d) Pest control A safe and effective program lor the control of insects, ectoparasites, and avian 
and mammalian pests shall be established and maintainE?d. 

In me iridoor housing facilfty lor Chip (Einturong) along The norm wall behind me plexiglass and on the Floor below all 
The walls is. an exoagg acdumulatkin ol rodeni droppings, debris atvd cobwebs. The holes in the wall previougfy 
•dentified as a possible living area For rodents and other pests has been sealed. Because cl the excess amount oF 
rodent droppings and cobwebs stilt present ft could not be determined if these pes-ls are still harboring within the 
Indoor FHusirtg facility arid an aflacfiva post oorilrol program was impleinenied. The harboring cl these paals can 
spread diseases to all the animals In Ihe laalily. 

Eslablish and maintain an afladivc pest ccnlrcl program. 

This ig ai repeat virjialipn From inspections parxiuct-od cn SEptemper 12. 201 1 , Ugy Ifl, 2(51 1, Jur>e 2, 201 (}, dune 2&, 
2007 with an original correctrcn date of July 27, 2007. 
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Inspection accompanied b/ Dr Tracy Thompson, VMO. U&DA, Animal Care; Colorado Parl<s and Wildlife Officer and 
ownar. An peit briefing ognbuoted with ligemee. 
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